The strikingly modern Elmwood Casino and Motor Hotel is conveniently located on 
Dougall Road, just 12 minutes from downtown Detroit. Easily accessible from all direc- 
tions, the 101-unit Elmwood Hotel provides the ultimate in guest facilities and comfort. 


e Ultra Modern 
Rooms 


e@ Completely Air 
Conditioned 


e@ Heated Year-Round 
Outdoor Pool 


e Dial Direct 
Room Telephones 


@ Room T.V.G 
e F.M. Music 


e@ Complete Room 
Service 


@ Baby Sitting 
Service 


@ Complete Car 
Service 


@ Ample Parking 


e@ American and 
Cantonese Food 


e Breakfast and 
Luncheon Room 


@ Cocktail Lounge 
@ Two Shows Nitely 


e@ Top Stars of T.V. 
and Screen 


Barjuet Facilities Canada 4 Largest and Gayest Supper Clik 


From 20 to 1000 
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